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SUBJECTS ANNOUNCING THE NEW VIDEO DISC INTERFACE FOR 
THE CUMMODUKE PET/CEM/VIC COMPUTERS 


THE WINDELOTT COMPANY 1S PLEASED TO ANNOUNCE LOW COST INTERFACES 
FOR THE PIONEER VP=1000 LASERDISC PLAYER TO THE CUMMODORE PET/CB™ 
AND THE VIC#20 COMPUTERS. 


THE SYSTEM HAS BEEN IN OPERATION FOR MORE THAN ONE YEAR AT THE 
HERKIMER BOCES PLANETARIUM IN NEW YORK STATE, 


THE WINVELOTT VDIe100G INTERFACE IS DESIGNED FOR THE COMMCDORE 
PET ANU CaM COMPUTERS, TNE WINDELOTT VDIe#1020 INTERFACE IS FOR 
THE VICw20 COMPUTER, 


THE WINDELUTT INTERFACE TOGETHER WITH THE COMMODORE VIC=20 COMPLTER 
AND THE PIONEER LASERDISC CAN BE ASSEMBLED INTO A LOW COST 


— INTELLIGENT VIDEO DISC LEARNING SYSTEM, FOR LESS THAN $2,000 AT 


CURRENT PRICES. 
DESCRIPTION 


THE vble1O00 AND THE VUJ#1020 INTERFACES COME IN A SINGLE BOX 
WITH A CABLE FUR CONNECTING TO THE PARALLEL USER PORT OF THE 
MATCHING COMPUTER, POWER IS SUPPLIED BY THE COMPUTER, 


THE PET/CBM INTERFACE OFFERS CONTINUOUS DISPLAY OF TRE INTER®@ 
ACTIVE COMPUTER PROGRAMS ON THE SELF CONTAINED DISPLAY. THE VIC#20 
INTERFACE ALLOwS THE USER TO SWITCH THE MONITOR OR TV DISPLAY 

FRUM Tht COMPUTER QUTPUT TO THE VIDEO DISC OUTFUT BY SOFTWARE 
COMMANY OR IN A MANUAL MODE, PROGRAMS ARE IN MOCULAR BASIC, 


THE VOT=1000 AND vDI1=1020 PACKAGE CONTAINS THE FOLLUHING? 
1, INTERFACE/SELFRCONTAINED CABLE/PLUG TO MATCHING COMPUTER 
ee VIDEU DISC DRIVER SOFTWARE IN BASIC (CASSETTE) 
3. SAMPLE PROGRAM IN BASIC (2ND SIDE OF CASSETTE) 
4, USER NOTES 


TO REPLY BY MAILGRAM, SEE REVERSE SIDE FOR WESTERN UNION’S TOLL - FREE CHONE NUMEERS 
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DELIVERY AND WARRANTY 


LISTTED QUANTITIES OF THE VDI=1000 (PET/CBM) INTERFACE WILL BE 
AVATLABLE BY aPRIL 1982 AND THE VDI=1020 (VIC#20) IN MAY 1982, 

A LIMITED WARRANTY ACCOMPANIES EACH PACKAGE TO COVER REPAIR AND/OR 
REPLACEMENT OF DEFECTIVE UNITS OR COMPONENTS UP TO 90 DAYS, 


PRICES?: 
DEALER $260,00 
RETAIL 350,00 
CONTACT: 
WINDELOTT COMPANY 
DRAWER P 
WEST WINFIELD, NY 13491 
TELEPHONES (315) 8946=3958 
0770 
16:32 EST 
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DEALER ALERT 


SUBJECT: aNNOUNCING THE NEW VIDEO DISC INTERFACE FOR THE COMMODORE 
PET/CBM/VIC COMPUTERS 


The WINDELOTT COMPANY is pleased to announce low cost interfaces for the 
PIONEER VP-1000 LASERDISC player to the COMMODORE PET/CBM and the VIC-20 
computers. 


The system has been in operation for more than one year at the Herkimer 
BOCES Planetarium in New York State. 


The WINDELOTT VDI-1000 Interface is designed for the COMMODRE PET and CBM 
Computers The WINDELOTT VDI-1020 Interface is for the VIC-20 Computer. 


The WINDELOTT Interface together with the COMMODORE VIC-20 Computer and 
the PIONEER Laserdise can be assembled into a low cost intelligent video 
dise learning system, for less than $2,000 at current prices. 


DESCRIPTION 

The VDI-1000 and the VDI-1020 Interfaces come in a single box with a cable 
for connecting to the Parallel User Port of the matching Computer. Power 
is supplied by the Computer. 


The PET/CBM Interface offers continuous display of the Interactive 
computer programs on the self contained display. The VIC-20 Interface 
allows the user to switch the moniter or TV display from the computer 
output to the video dise output by software command or in a manual mode. 
Programs are in modular BASIC. 


The VDI-1000 and VDI-1020 package contains the follwing: 
1. Interface/self-contained cable/plug to matching computer 
2. Video Dise Driver Software in BASIC (Cassette) 
3. Sample Program in BASIC (2nd side of Cassette) 
4, User Notes 


DELIVERY and WARRANTY 

Limited quantities of the VDI-1000 (PET/CBM) Interface will be available 
by April 1982 and the VDI-1020 (VIC-20) in May 1982. A limited warranty 
accompanies each package to cover repair and/or replacement of defective 
units or components up to 90 days. 


Prices: 
Dealer $260.00 
Retail $350.00 


Contact: 
Windelott Company 
Drawer P 
West Winfield, NY 13491 
Telephone: (315) 894-3958 
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